SPECIFICATION CONTROL DRAWING 


PURCHASE MATERIAL: AISI 304 STAINLESS STEEL STRIP 


SPECIFICATION: ASTM A666 
OR QQ-S-766 


PART NUMBER: 


M304ST[X.XXX]-[C] 


WHERE "X.XXX" = THICKNESS IN INCHES 
WHERE "C" = CONDITION CODE PER TABLE 1 


EG.: 0.008" THICK AND 1/2 HARD 304 STAINLESS STEEL STRIP = M304ST0.008-H50 
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